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uiCK  Facts 


ON  jobsOntario  Capital  Funding 
Number  of  projeqs: 

120 

Number  of  municipalities  involved: 

96  municipalities  will  receive  funding. 

Location  of  municipauties: 

The  municipalities  receiving  funding  are  located 
throughout  the  province.  The  number  of  projects 
in  each  region  is  as  follows: 

•  Central  Region 29 

•  Southeast  Region 31 

•  Southwest  Region 38 

•  Northern  Region 22 

Total  cost: 

The  total  provincial  and  municipal  investment  is 
estimated  to  be  $404  million. 

Of  that  amount,  $258  million  will  be  provided  by 
the  province  through  the  jobsOntario  Capital 
Fund. 


FOR  Water  and  Sewer  Projects 


Time  period: 

The  province  will  invest  $258  million  over  a 
period  of  four  years.  jobsOntario  Capital  funding 
in  1993-94  will  total  over  $90  million. 

Jobs  created: 

Investment  in  the  120  projects  is  expected  to 
create  approximately  8,090  jobs. 

Crihria  used  to  sELEa  PROJEas: 

The  120  projects  meet  government  priorities  for: 

•  protection  of  public  health; 

•  environmental  protection; 

•  economic  renewal;  and 

•  growth  management. 


(2)  Ontario  Ministry  of  Environment  and  Energy 

135  St.  Clair  Avenue  West,  Suite  100,  Toronto,  Ontario,  M4V  1P5 

Ministère  de  l'Environnement  et  de  l'Energie 

135,  avenue  St.  Clair  ouest.  Bureau  100,  Toronto  (Ontario),  M4V  1P5 


telephone:  416  323-4663 
facsimile:  416  323-4643 

téléphone  :  416  323-4663 
télécopieur  :  416  323-4643 


New  Water  and  Sewage  Projeqs  in  1 993  -  1 994 


February  1993 


Summary  by  Region 

Regions 

#  Projects 
($M) 

Gross  Cost 
over  4  years 

Total  Grant 
(SM) 

Estimated  Jobs  created 
over  4  years 

Central 

29 

112.296 

62.382 

2,250 

Southeast 

31 

115.681 

80.008 

2,315 

Southwest 

38 

93.343 

66.070 

1,870 

Northern 

22 

82.745 

49.901 

1,655 

120 

404.065 

258.361 

8,090 

For  more  information  contaq: 

Ministry  of  Environment  and  Energy 

Northern  and  Southeast  Regions: 
Ken  Adams  (416)  440-6955 

Southwest  and  Central  Regions: 
Michael  Latta  (416)  440-3787 

All  Regions: 

Ross  Sanders  (416)  440-3757 

Public  Information  Centre 

135St.  Clair  Ave.  West, 

Toronto,  Ontario  M4V  1P5 

(416)  323-4321 

From  outside  the  416  Area,  call  1-800-565-4923. 

•Existe  également  en  français 
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jobsOntario  Capital  Grants 

NEW  WATER  AND  SEWAGE  PROJECTS  STARTING  IN  1993-94 


AS  AT  February  1, 1993 
MUNICIPALITY 


DESCRIPTION 


GROSS 
COST 


TOTAL 
GRANT 


CENTRAL  REGION 

Anson,  Hindon  &  Minden 
Townships  (Minden) 
Barrie  C 
Bicroft  Township 

Clifford  V 
Cold  water  V 
Collingwood  T 
Durham  RM  (Whitby) 

Durtiam  KM  (Whitby) 

Dysart  et  al  Township  (Haliburton) 

Emily  Township 

(Birch  Point) 

Grand  Valley  V 

Haldimand  Township  (Grafton) 

Halton  RM  (Bridgeview) 

Halton  RM  (Georgetown) 
Hamilton  Township 
(Creighton  Heights) 
Innisfil  T  (Alcona  Beach) 
Mariposa  Township 
(Canadiana  Shore  Subdivision) 

Midland  T 
Midland  T 
Muskoka  DM  (Bracebridge) 

Muskoka  DM  (McTier) 
OrUlia  C 

Orillia  C 
Penetanguishene  T 

Penentanguishene  T 

Thorold  C  (Beaverdams) 
Waterloo  RM  (WeUesley) 
Wellesley  Township 
York  RM  (Keswick) 


Water  Supply  Upgrading 

Upgrading  of  Existing  Sewage  Digestion  Facility 

Construction  of  Pumping  Station,  Sewers,  Treatment 

Works  and  Outfall 

Sanitary  Sewers  and  Treatment  Plant 

Upgrading  of  Water  Supply  Works 

Provision  of  Zebra  Mussel  Control  System 

Construction  of  Trunk  Sanitary  Sewer  to  Service 

Brooklin  Area 

Construction  of  Local  Sanitary  Collection  System  for 

Brooklin  Core  Area 

Construction  of  an  Expansion  to  the  Sewage  Treatment  Plant 

Water  Works  Improvement 

Municipal  Water  Supply  and  Distribution  System 

Ground  Water  Supply,  Pumping  Station,  Filtration  Plant, 

Storage  and  Distribution 

Extension  of  Communal  Sewage  System  to  the 

Bridgeview  Community 

Watermain  Extension  into  the  Hamlet  of  Glen  Williams 

Communal  Water  System 

Water  Supply  for  the  Lake  Simcoe  Shoreline  Area 

Water  Filtration  Plant,  Storage  Reservoir  Pumping 

Unit  and  Distribution  System 

Modification  and  Upgrading  of  Sewage  Pumping  Station  No.  1 

Replacement  of  Sewage  Pumping  Station  No.  2 

Water  Treatment  Plant,  Storage  FacUity  and 

Watermains  Improvements 

Water  Treatment  Plant,  Storage  Facility  and  Distribution  Mains 

Waste  Water  Treatment  Centre  -  Secondary  Treatment 

Upgrade/Expansion 

Water  Filtration  Plant  Upgrade 

Fox  Street  Sewage  Treatment  Plant  -  Provision  of 

Tertiary  System 

Expansion  of  Main  Street  Water  Pollution  Control  Plant 

including  Tertiary  Traatment. 

Sanitary  Sewer  System  for  Village  of  Beaverdams 

Wellesley  Water  Supply  System  -  Treatment  Works 

Wellesley  Water  Distribution  System 

Zebra  Mussel  Control  at  Water  Filtration  Plant 


0.392 

0.319 

9.894 

1.484 

1.903 

1.618 

7.030 

5.976 

1.284 

1.085 

0.148 

0.049 

5.450 

0.818 

10.500 

5.942 

2.990 

2.420 

0.350 

0.191 

4.632 

3.862 

6.99 

5.439 

2.691 

1.614 

1.747 

1.035 

4.300 

3.655 

20.800 

10.142 

1.633 

1.388 

0.483 

0.072 

0.617 

0.093 

12.850 

7.710 

3.678 

2.207 

0.400 

0.109 

0.979 

0.147 

0.819 

0.365 

5.040 

2247 

0.732  - 

0.439 

1.629 

0.244 

2762 

1.657 

0.164 

0.055 

TOTAL  CENTRAL  REGION 
(29  Projects) 


112.296 


62.382 


SOUTHEAST  REGION 


Almonte  T 

Amprior  T 

Amprior  T 

Brockville  C 

Brockville  C  (PUQ 

Cambridge  Township  (St.  Albert) 

Cobden  V 

Cornwall  Township  (Long  Sault) 

Emestown  Township 

Finch  Township  (Crysler) 

Finch  Township  (Crysler) 

Cananoque  (PUC) 

L'Orignal  V 

Madoc  V 

Madoc  V 

Osnaburck  Township  (Ingleside) 

Ottawa-Carlton  RM  (Carp) 

Ottawa-Carlton  RM  (Carp) 

Ottawa-Carlton  RM  (Vars)  ' 

Ottawa-Carlton  RM  (Carp) 

Perth  PUC 

Picton  T 

Roxborough  Township 

(Moose  Creek) 

Roxborough  Township 

(Moose  Creek) 

Russell  Township 

(Marionville  &  Embrun) 

Sidney  Township  (Glen  Miller) 

Stirling  (PUC) 

St.  Isidore  V 

Vankleek  Hill  T 

Westport  V 

Winchester  V 


Improvements  to  Sewage  Works  Conts.  11, 12  &  STP  Upgrade 

Sewage  Treatment  Plant  Expansion 

Elevated  Water  Storage  Tank 

Upgrade  of  Existing  Water  Poll  Plant  &  Main  P.S  -  Phase  11 

Water  Treatment  Plant  Zebra  Mussel  Control  System 

Commimal  Sewage  Collection  and  Disposal  System 

Water  System  Improvements 

Upgrading  of  Sewage  Treatment  Plant 

Amherstview  Zebra  Mussel  Control  Measures 

Communal  Sewage  Works 

Communal  Water  Works 

Provision  of  Submersible  Pump>s  &  Wet  Well  Modifications 

Well  Station  &  Connection  of  WcH  No.  4  to  Distribution  System 

1993  sewage  Works  Project  Contract  No.  5 

1993  Water  Works  Project  Contract  No.  5 

Sewage  System  Upgrade 

Sewage  Pumping  Station  and  Forcemain 

Local  Sewer  System 

Communal  Water  System 

Communal  Water  System 

Zebra  Mussel  Control  Facilities  at  Water  Filtration  Plant 

Zebra  Mussel  Control  Facilities  for  Water  Plant  Intake 

Sewerage  Works  and  Treatment  Lagoon  for  Moose  Creek 

Moose  Creek  Water  Supply  System 

Iron  and  Manganese  Removal  at  Water  Treatment  Plant 

Glen  Miller  Water  Supply 

Well  No.  4 

Water  Supply,  Treatment  and  Distribution  System 

Sewage  Works  Expansion 

Expansion  &  Upgrading  of  Sewage  Works 

Construction  of  2  Well  Pumping  Stations  and  Water  Supply  Line3.035 


3.160 

1.921 

13.176 

6.044 

1.350 

0.597 

3.840 

1.125 

0.153 

0.051 

3.808 

3.237 

0.265 

0.225 

5.565 

4.571 

0.113 

0.038 

6.538 

5.557 

5.700 

4.845 

0.257 

0.137 

0.O82 

-0.064 

0.425 

0-354 

1.250 

1.043 

7.478 

6.081 

9.505 

5.703 

4.050 

2.430 

7.120 

4.272 

7.860 

4.716 

0.135 

0.067 

0.065 

0.040 

3.901 

3.316 

3.082 

2.620 

5.260 

3.303 

1.750 

1.488 

0.504 

0.3% 

6.149 

5.228 

5.850 

4,624 

4.255 

3.591 

2.324 


TOTAL  SOUTHEAST  REGION 
(31  Projects) 


115.681 


80.008 


SOUTHWEST  REGION 


Arkona  V 

Aylmer  T 

Blandford-Blenheim  Township 
(Plattsville) 

Bothwell  T 

Bruce  Township  (Scott's  Point) 
Chatham  Township 
Colchester  South  Township 

Dover  Township  (Mitchell's  Bay) 
Dover  Township  (Paincourt) 
Dunwich  Township 
Enniskillen  Township 
(Oil  Springs/Oil  City) 
Flesherton  V 
Glencoe  V 


Sanitary  Collection  System,  Pumping  Station,  and 
Sewage  Treatment  Facilities 
Reconstruction  of  the  Path  Avenue  Sanitary 
Sewage  Pumping  Station 

Continuous  Chemical  Feed  Facility  at  Existing 

Sewage  Lagoons 

Water  Supply  and  Distribution  "System 

Water  Works  Project 

County  Road  33  Rural  Water  System  -  Phase  11 

Rural  Watermain  along  King's  Highway  18,  Ridge  Rd 

&  McCormick  Rd 

Water  Storage  Facility 

Chatham  Waterline  Extension  and  Storage  Facility 

Trunk  Watermain,  Distribution  System  &  Standpipe 


Extension  of  Petrolia  Water  Supply  System  -  Joint  Project 

Sewage  Works  Project 

Continuous  Chemical  Feed  Facility  at  Existing  Sewage  Lagoon    0.161 


4.634 

3.939 

0.350 

0.158 

0.161 

0.136 

3.380 

.    2.873 

0.425 

X).341 

0.299 

0.100 

0.418 

0.139 

0.750 

0.638 

3.000 

2.550 

2.709 

2.303 

1.600 

1.360 

3.999 

3.399 

0.161 

0.125 

Gosfield  South  Township 

(Lakeshore  West) 

Leamington 

London  Township  (Lderton) 

Maiden  Township 

Markdale  V 

Mildmay  V 

Moore  Township  (Bridgen) 

Moore  Township 

(Corunna  /  Mooretown) 

Neustadt  V 

Neustadt  V 

Oil  Springs  V 

Oxford  County  (Drumbo) 

Plympton  Township 

(Lakeshore  Area) 

Raleigh  Township 

Rodney  V 

Romney  Township 

Sarawak  Township  (East  Linton) 

Sombra  Township  (Port  Lambton) 

Sombra  Township  (Sombra) 

Sombra  Township 

Sombra  Township 

Sombra  Township 

South  Dumfries  Towndup 
(St.  George) 

West  Lome  V 
Windsor  C 

TOTAL  SOUTHWEST  REGION 
(38  Projects) 


Sanitary  Sewage  Works  System 

Modification  and  Upgrading  of  Pollution  GDntrol  Centre 

Sewage  Collection  and  Treatment  to  replace  Existing 

Failed  Septic  System 

Rural  Watermain  Extension  on  County  Road  50, 

Elm  Street,  and  County  Road  41 

Standby  Power  for  Sewage  Facilities 

Expansion  of  Sludge  Treatment  and  Storage  Facilities 

Continuous  Chemical  Feed  Facility  at  Existing  Sewage  Lagoon 


Sewer  Extension  to  St.  Clair  Parkway  -  lots  42  to  48  &  8th  Line 
Continuous  Chemical  Feed  Facility  at  Existing  Sewage  Lagoons  0.161 
Water  Supply,  Storage  and  Distribution  System 
See  Enniskillen  Township 
Communal  Water  System 


Sewage  Collection  System  &  Treatment  Plant 

Highway  3  Water  System  -  Dealtown  to  Lot  154  IR.C. 

Trunk  Watermain  and  Standpipe 

Rural  Watermain  Extensions,  Lots  210  -  215,  Concession  2 

East  Linton  &  Area  WaterWorks 

Continuous  Chemical  Feed  Facility  at  Existing  Sewage  Lagoon 

Continuous  Chemical  Feed  Facility  at  Existing  Sewage  Lagoon 

8th  Concession  -  Gravity  Sewer,  Pumping  Station, 

Forcemain  and  Related  Works 

13th  &  14th  Concession  -  Gravity  Sewers, 

Forcemains  &  Related  Works 

9th  &  10th  Concession  -  Gravity  Sewers,  Pumping  Stations, 

Forcemains  &  Related  Works 

Upgrading  of  Water  Supply,  Storage  Facility  and 

Distribution  System 

Sewage  Works  Expansion 

Turkey  Creek  Watershed  Sanitary  Sewer  Program 


11.825 

8.285 

4.500 

0.940 

3.773 

3.207 

0.275 

0.092 

0.140 

0.116 

0.485 

0.410 

0.161 

0.137 

1.072 

0.453 

0.161 

0.137 

4429 

3.765 

1.918 

1.630 

17.502 

11.564 

0.573 

0.191 

1.932 

1.640 

0.538 

0.179 

3.048 

2.591 

0.161 

0.137 

0.161 

0.137 

0.820 

0.499 

1.360 

0.827 

1.310 

0.797 

3.169 

2.643 

4.844 

3.982 

7.300 

3.650 

93.343 


66.070 


NORTHERN  REGION 


Atikokan  Township 

Caramat  LSB 

Camavron  Township  (Mindemoya) 

Camavron  Township  (Mindemoya) 

Chapleau 

Cochrane  T  (PUC) 
DrydenT 

Espanola  T 
Espanola  T 
Haileybury  T 
(North  Cobalt) 
Kapuskasing  T 

Kirkland  Lake  T 
Lac  Ste.  Thérèse 
Latchford  T 


Water  Treatment  Plant  Upgrade 

Upgrading  of  Water  Treatment  Facilities 

Communal  Sewage  Collection  System  & 

Sewage  Treatment  Facility 

Communal  Water  Distribution  System  &  Treatment 

Facility  Using  Mindemoya  Lake 

Trunk  Sewer  Replacement  on  Beech  St.,  Lisgar  & 

Railway  Crossing 

Design  &  Construction  of  a  New  Water  Treatment  Plant 

Construction  of  Water  Treatment  Plant  and  Water 

Treatment  Facilities 

Pollution  Control  Plant  Expansion  and  Upgrade 

Water  Treatment  Plant  and  Elevated  Storage  Reservoir 

North  Cobalt  Lagoon  Expansion 

Sanitary  Sewer  Works  -  Gumey  Rd.  Hwy  11-  950m 

Easterly,  Mill  St. 

Water  Filtration  Plant 

Upgrading  of  20  Individual  Private  Sewage  Disposal  Systems 

Sullivan  Avenue  Watermain  Extension 


1.500 

0.938 

0.337 

0.286 

7.005 

5.954 

7.043 

5.987 

1.150 

0.863 

10.000 

5.804 

0.8% 

0.388 

7.025 

3.522 

^.502 

4.764 

5.000 


4.250 


2.730 

2.321 

10.000 

2.910 

0.190 

0.162 

0.138 

0.117 

Mattice  -  Val  Cote 

Nairn  Township 

Shedden  Township 

Sioux  Lookout  T 

Sudbury  RM 
Sudbury  RM 
Sudbury  RM 
Thomloe  V 


Construction  of  Low  Pressure  Sewage  Collection 

and  Lagoon 

Design  and  Construction  of  Water  Treatment  Hant  and 

Distribution  System 

Well  Pimiping  Station,  Water  Storage  and  Distribution 

Mains 

New  Sewage  System  Facilities  -  Extension  of  Forcemain 

and  Sewers 

South  Shore  Lake  Ramsey  Sewermains  Phase  2  &  3 

South  Shore  Lake  Ramsey  Watermains  Phase  2  &  3 

Sudbury  Reservoir 

Communal  Sewage  System 


L420 

1.207 

3.851 

3.273 

1.428 

1.214 

1.400 

0.966 

2.817 

1.253 

0.785 

0.348 

7.500 

2.500 

1.028 

0.874 

TOTAL  NORTHERN  REGION 
(22  Projects) 


-82.745 


49.901 


